To:  Miullo,  Nat[Miullo. Nat@epa.gov];  keith.roehr@state.co.us[keith.roehr@state.co.us];  Patrick 

Pfaltzgraff-  CDPHE[patrick.j.pfaltzgraff@state.co.us];  Greg  Naugle  - CDPHE[greg.naugle@state.co.us] 
From:  Heather  Drissel  - CDPHE 

Sent:  Wed  8/12/2015  9:31:06  PM 

Subject:  Re:  Gold  King  Mine  Response  Technical  Specialist  Meeting 

Please  be  advised  the  meeting  is  delayed  until  4 pm  due  to  another  meeting  with  sr  management 
that  is  still  underway 

Sent  from  my  iPhone 

On  Aug  12,  2015,  at  2:58  PM,  "Drissel  - CDPHE,  Heather"  <heather.drissel@state.co.us>  wrote: 


Keith, 

Sorry  about  the  confusion,  please  see  the  call  in  below. 
Thanks 

Heather  Drissel,  P.E.,  CWP 
Unit  Manager,  Field  Unit  II 

WQCD  Field  Services  Section 


P 719.295.5070  | F 719.543.8441 

140  Central  Main,  Suite  300,  Pueblo,  CO  81003 

heather.drissel@state.co.us  | www.colorado.gov/ioacific/cdphe 

24-hr  Environmental  Release/Incident  Report  Line:  1-877-518-5608 

Forwarded  message 

From:  Naugle  - CDPHE,  Greg  <greg.naugle@state.co.us> 

Date:  Wed,  Aug  12,2015  at  11:36  AM 

Subject:  Re:  Gold  King  Mine  Response  Technical  Specialist  Meeting 
To:  "Pfaltzgraff  - CDPHE,  Patrick"  <patrick.i.pfaltzgraff@state.co.us> 

Cc:  Nicole  Rowan  - CDPHE  <tucolc.rowan@stato.co.us>.  Michael  VanDyke  - CDPHE 

<mlke.vandvke@state.co.us>.  Andrew  Ross  - CDPHE  <andrew.ross@state.co.us>.  Ron 

Falco  - CDPHE  <ron.falco@,state.co.us>.  Tyson  Ingels  - CDPHE 

<tvson.ingels@state.co.us>.  Melynda  May  - DNR  <melynda.may@state.co.us>.  James 
Eklund  - DNR  <iames.eklund@state.co.us>.  Robert  Randall  - DNR 
<robert.randall@state.co.us>.  parmenterdm@co.laplata.us.  mckean.debrah@epa.gov. 
Monica  Sheets  - CDPHE  <monica.sheets@state.co.us>.  Heather  Drissel  - CDPHE 

<heather.drlssel@state.co.us>.  Casey  Kay  - CDPHE  <casey.kay@,state.co.us> 
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All  - 


Offsite  people  please  call  teleconference  line  1-857-216-6700,  conference 
code  543213. 

For  people  here  on  the  CDPHE  campus,  the  meeting  will  be  in  conference  room 
B2A, 

Greg 


Greg  Naugle 
Section  Manager 

Field  Services  Section 


P 303.692.3582  | C 720.541 .0941 


F 303.782.0390 


4300  Cherry  Creek  Drive  South,  Denver,  CO  80246 
greg.naugie@state.co.us  | www.colorado.gov/padfic/cdphe 


24-hr  Environmental  Release/Incident  Report  Line:  1-877-518-5608 
Colorado  Water  Quality  Regulations 

The  contents  of  this  email  may  be  considered  a public  record,  and  therefore  subject  to  the 
Colorado  Open  Records  Act. 


On  Wed,  Aug  12,  2015  at  1 1:30  AM,  Pfaltzgraff  - CDPHE,  Patrick 

<patrick.i.pfaltzgraff@state.co.us>  wrote: 

All, 

We  are  planning  to  conduct  a technical  specialist  meeting  regarding  pending 
actions  for  the  Gold  King  Mine  response  at  3:30  today. 

Proposed  agenda  includes: 

Coordination  of  Data 

--Where  we  are/what  holes  in  data  remain? 

Exposure  analysis--Ag/Human  Health/Fish  and  Wildlife 
--When  can  Ag  irrigation  return 
--When  can  livestock  watering  return 
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--When  can  drinking  water  wells  (public/private)  return 
--When  can  fishing  return 
--When  can  hunting  return 

It  is  critical  to  have  this  meeting,  since  at  4:30  there  is  a policy  meeting  with 
public  officials  and  they  will  be  asking  questions  related  to  the  above  agenda. 
It  would  be  good  to  have  a unified  response,  or  at  least  be  able  to  identify 
significant  differences  of  opinion. 

Please  let  me  know  if  you  have  questions. 

Andrew  Ross--please  coordinate  with  CSU--I  have  the  local  extension  office 
contact  on  this  email  but  need  campus  folks  looped  in. 

Pat 

Patrick  J.  Pfaltzgraff 


P 303.692.3509  | F 303.782.0390 

4300  Cherry  Creek  Drive  South,  Denver,  CO  80246 

Patrick,  i . pfaltzgraff  ©state,  co.  us  | www.colorado.gov/cdphe/wqcd 

24-hr  Environmental  Release/Incident  Report  Line:  1.877.518.5608 
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